A MUSICIAN'S SITTING-ROOM

James's Press.

Like so many great composers of music, John Sebastian Bach was a German.   He was born
in 1685, and died at Leipzig in 1750.   Bach's pieces are all noble and learned.   This photo-
graph shows us the musician's sitting-room, with its clavichord, the instrument used before our
present-day piano was perfected.    Bach also composed music for the organ.

Risckgit*.
George Frederic Handel first saw the light in 1685, in Saxony, and died in 1759, when he was
quite blind. In Germany he was in the service of the royal personage who afterwards became
King George I. of England. When he was about twenty-five years old, Handel came to England,
where he stayed for the remainder of his days ; and, in the above picture, we see the composer
,                   in the company of his patron, George I., in a State barge.
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